To:  Christenson,  Dave[Christenson. Dave@epa.gov] 

Cc:  Wail,  Dan[wall.dan@epa.gov];  Piescia,  NicolefPlescia. Nicole@epa.gov] 

From:  Svetaka,  Patrice 

Sent:  Mon  8/1 0/201 5 2:28:05  PM 

Subject:  RE:  ESAT  EPW13021  TOIO  (R1/R8  crossover)  - TDF 


Hi  Dave  - 


Dan  was  in  touch  last  Friday.  He  said  he’d  touch  base  this  week  regarding  the  TDF  for  the 
ESAT  work  that  he  ‘gave  a verbal  for’  last  Wednesday.  So,  I sent  him  the  info  with  an  intent  to 
be  helpful  for  his  TDF.  I just  need  the  Task  Description  section  to  upload  to  the  TDF  database 


Currently: 

Funding 

$60,000  placed 

$12,922.34  spent  thru  6/26/15  (with  some  additional  effort  in  July  to  be  invoiced  by  end  of 
day  Thurs,  8/13/15) 

$47,077.76  remaining: 

$7077.76  on  Yr  2 (thru  7/22/15,  and  expect  some  limited  amount  to  remain  to  be  moved  to  Yr  3 ) 
$40,000  on  Yr  3 (7/23/15-7/22/16) 


Ceiling/Capacity  - Year  3 (7/23/15-7/22/16) 

$239,120.80  total 
$40,000  place 

$199,120.80  capacity  remaining  (minus  some  small  portion  of  $7077.76  not  spent 
thru  7/22/15  which  will  be  invoiced  later  this  week) 


Thanx, 


1786569 


ED  000552B  00068239-00001 


Pat 


Patrice  A.  Svetaka  | Region  1 ESAT  Contract  PO/COR 

USEPA-New  England  | Office  of  Environmental  Measurement  and  Evaluation,  QA  Unit 
1 1 Technology  Drive|  N.  Chelmsford,  MA  01863-2431 

phone:  617-918-8396  | fax:  617-918-8397  or  617-918-8296  | e-mail:  svetaka.pat@epa.gov 


Go  Green!  Print  this  email  only  when  necessary. 


From:  Christenson,  Dave 

Sent:  Monday,  August  10,  2015  10:08  AM 

To:  Svetaka,  Patrice 

Subject:  RE:  ESAT  EPW13021  TO10  (R1/R8  crossover)  - TDF 


Nicole  is  on  vacation  til  September,  and  Dan  is  so  deep  in  the  thick  of  spill  response,  he  won’t 
see  this  email.  I will  call  you  today  to  discuss  the  status. 


In  short,  yes,  its  likely  we  will  want  to  extend  this  TDF. 


What  is  the  current  remaining  capacity  on  R8  - R1  crossover  task  order? 


From:  Svetaka,  Patrice 

Sent:  Monday,  August  10,  2015  6:47  AM 

To:  Wall,  Dan 

Cc:  Plescia,  Nicole;  Christenson,  Dave 

Subject:  ESAT  EPW13021  TO10  (R1/R8  crossover)  - TDF 

Importance:  High 


1786569 


ED  000552B  00068239-00002 


Hi  Dan  - 


Attached  is  the  existing  TDF  (631  A),  the  only  one  currently  issued/opened  & active  TDF  for 
ESAT  support  from  the  R1/R8  cross  over.  I’m  sending  it  for  2 reasons: 


•□□□□□□□□  Example  - This  is  shared  to  serve  as  an  example  for  content  of  a new  TDF  for  the 
efforts  conducted  starting  8/5/15  (and  potentially  into  the  future?)  related  to  the  Gold  King  Mine 
release  into  the  Animas  River.  . . .If  you  provide  the  information,  I’ll  upload  it  into  out  TDF 
issuing  database  and  issue  a formal  TDF  to  cover  the  efforts. 

•□□□□□□□□  Question  — I see  this  current  TDF  631 A has  a completion  date  of  8/14/15  (Friday 
of  this  week).  Might  this  date  be  impacted  based  on  the  recent  release?  Do  you  want  to  extend 
this  to  some  other  date? 


Thanx, 

Pat 


Patrice  A.  Svetaka  | Region  1 ESAT  Contract  PO/COR 

USEPA-New  England  | Office  of  Environmental  Measurement  and  Evaluation,  QA  Unit 
1 1 Technology  Drive|  N.  Chelmsford,  MA  01863-2431 

phone:  617-918-8396  | fax:  617-918-8397  or  617-918-8296  | e-mail:  svetaka.pat@epa.gov 


Go  Green!  Print  this  email  only  when  necessary. 


1786569 


ED  000552B  00068239-00003 


1786569 


ED  000552B  00068239-00004 


